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BAUER'S 

AQUATIC 

GARDENS 


Superior  Water  Lilies 
and  Aquatic  Plants 

WE  ASK  YOU  TO  COME  AND  SEE  US  !  ! 

Take  West  Side  Highway  from  Portland  through 
Newberg  to  Dayton.  From  Dayton  follow  the 
Wheatland  Ferry  road  for  nine  miles.  Ponds  are 
on  the  East  side  of  the  road.  From  east  side  of 
valley  cross  the  Wheatland  Ferry  and  follow  the 
Dayton  road  for  a  mile  and  a  half  to  the  gardens. 

FRED  BAUER,  JR. 

1805  S.  E.  Marion  Street  Portland,  Oregon 


Hardy  Water  Lilies 

WHITE  WATER  LILIES 

Marliacea  Albida — Large  flowers  of  sparkling 
whiteness,  produces  freely.  35c  each. 

Tuberosa  Richardsonii — Flowers  are  pure  white, 
double  and  fragrant.  35c  each. 

Gladstoniana — Extra  large  white  with  a  very 
strong  growth.  Fine  for  lakes.  50c  each, 

PINK  WATER  LILIES 

Marliacea  Rosea — Flowers  large  deep  rose  pink. 
The  best  pink  hardy  lily.  50c  each. 

Marliacea  Carnea — Beautiful  light  pink  flowers 
of  large  size.  Free  blooming.  35c  each. 

Massaniello — A  bright  pink  shaded  to  red.  One 
of  the  best.  50c  each. 

Rose  Arey — Cerise  pink,  of  exceptional  beauty, 
color  and  fragrance.  50c  each. 

Morning  Glory — Light  shell  pink.  Blooms  well, 
flowers  stand  out  of  the  water.  50c  each. 

William  Doogue — Light  pink,  cupshaped  flowers. 
Fragrant  and  of  good  size.  35c  each. 

Eugenia  de  land — Rose  pink  with  long  lanceolate 
petals.  Very  fragrant,  flowers  float.  35c  each. 

W.  B.  Shaw— Rich  rose  pink  flowers  that  open 

wide.  Very  fragrant.  35c  each. 

Pink  Opa  I — A  dark  pink  with  pleasing  fragrance. 
Stands  well  out  of  the  water.  35c  each. 

YELLOW  WATER  LILIES 

Marliacea  Chromatella — Light  canary  yellow. 
Leaves  spotted  brown.  Very  good  bloomer.  50c  ea. 

Pygmaea  Helvola — Light  yellow  flowers  about 
iwo  inches  in  diameter,,  blooms  well.  35c  each. 


RED  WATER  LILIES 

Gloriosa — Deep  carmine  rose,  darkens  to  red. 
The  best  red  for  the  pool.  75c  each. 

James  Brydon — Rose  crimson  flowers  with  short 


petals.  Small  leaves. 


75c  each. 


Robinsoni — Bright  orange  red.  Good  bloomer. 
Small  spotted  leaves.  75c  each. 

Escarboucle — Large  pure  vermillion  red.  A  very 
fine  flower.  $1.00  each. 

Conqueror — Bright  red  shaded  to  white.  Very 
large,  showy  blooms.  75c  each. 

William  Falconer — Deep  velvety  red.  The  dark¬ 
est  of  the  reds.  $1.00  each. 

Lucidia — Salmon  shaded  to  red,  darkens  to  deep 

red  as  bloom  ages.  75c  each. 

Attraction — Very  large  bright  red  deepens  to 
crimson.  Blooms  freely.  $1.00  each. 


SUNSET  COLORS 

Comancha — The  best  of  the  sunset  colors  and 
the  hardiest  of  all  water  lilies.  75c  each. 

Sioux — Star  shaped,  light  bronze  darkens  to  red. 
Small  growth  but  free  bloomer.  35c  each. 

Paul  Hariot — Large  flowers,  yellow  bronze  shaded 
to  red.  Leaves  spotted  with  brown.  35c  each. 

Aurora — Small  flowers,  yellow  shaded  with  am¬ 
ber,  darkens  each  day  to  red.  35c  each. 


SHALLOW  WATER  PLANTS 

Arrowhead,  Giant — Arrowhead  shaped  leaves, 
spikes  of  white  flowers.  25c  each. 

Cat  Tails — Native  swamp  plants.  .  .  15c  each. 

Pickerel  Rush — Bright  green  leaves  topped  with 
heads  of  blue  flowers.  25c  each. 

Water  Plantain — H  eart  shaped  leaves  and  spikes 
of  small  white  flowers.  25c  ea  ch 

Floating  Heart — Water  lily  like  leaves  with  many 
bright  yellow  blooms.  25c  each. 

Water  Hawthorn — Fragrant  white  flowers  that 
bloom  early  in  the  spring.  35c  each. 

Water  Poppy — Small  floating  leaves  and  large 
yellow  poppy  like  flowers.  15c  each. 

Water  Shield — FI  oating  leaves  that  change  color 
with  the  season.  Small  red  flowers.  15c  each. 

Parrot  Feather — Trailing  stems  covered  with 
whorls  of  delicate  foliage.  15c  bunch. 

Anacharis — Is  submerged  at  all  times.  Fine  for 
fish,  keeps  the  water  clean.  15c  bunch. 

Ludwiga — Partly  submerged.  Small  oval  leaves 
tinged  with  pink.  15c  bunch. 


MARSH  OR  BOG  PLANTS 

Collection  of  Bog  Grasses  and  Reeds — Fine  for 
the  pool  margin.  6  for  $1.00. 

Forget-me-not — Small  blue  flowers.  Grows  from 
the  edge  of  the  pool  into  water.  15c  each. 

Umbrella  Palm — A  very  ornamental  plant  for  side 
of  pool.  25c  each. 

Lythrum,  Roseum — Very  attractive  perennial 
with  long  spikes  of  rose  pink  bloom.  25c  each. 

Water  Iris — The  Giant  Yellow  FI  ag,  growing  to 
a  height  of  five  or  six  feet.  25c  each. 

Japanese  Iris — Strong  divisions  of  unnamed  var¬ 
ieties.  All  colors  mixed.  25c  each. 

Primrose  Creeper — A  fern-like  leaf  of  light  gree 
which  flowers  buttercup  yellow. 

Western  Marsh  Fern — A  large  fern 
cate  and  lacy.  Does  well  in  moist  soil. 

Chinese  Matrimonial  Vine — A  fine 
purple  flowers  and  red  berries. 
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FLOATING  PLANTS 


Water  Hyacinth  — Floating  plants  that  make  tine 
cover  for  fish.  Lilac  flowers.  15c  each. 

Duck  weed — A  small  floating  plant  that  is  very 
good  food  for  fish.  15c  portion. 


MAKING  UP  YOUR  ORDER 

Place  orders  early — preferably  NOW — for  spring 
deliveries.  This  will  prevent  delay  of  shipment  after 
plants  are  ready. 

We  ship  by  express — purchaser  to  pay  all  trans¬ 
portation  charges. 

When  purchaser  wishes  stock  to  be  shipped  by 
Parcel  Post,  please  inclose  postage.  Otherwise  we 
will  ship  by  express. 

Water  lily  roots  weigh  about  one  pound  each 
when  packed  ready  for  shipment. 

Our  prices  are  quoted  net  and  cash  is  expected 
with  order 


The  CULTURE  of  WATER  LILIES 

Very  Important 

Three  conditions  that  are  necessary  for  the 
Water  Garden. 

First— SUNSHINE.  The  water  garden  must  have 
at  least  half  of  the  day's  hot  sun. 

Second— UNDISTURBED  WATER.  Water  lilies 
will  not  grow  in  running  water.  Just  fill  up  the 
evaporation.  Do  not  change  the  water  in  the 
Pool  during  hot  weather. 

Third— PLENTY  OF  GOOD  SOIL.  Water  lilies 
are  heavy  feeders  and  should  have  at  least  four 
cubic  feet  of  well  fertilized  soil  to  each  plant.  This 
amount  will  carry  them  through  the  third  season. 

Preparation — Any  good  garden  soil  mixed  with 
about  one-fifth  of  well  rotted  cow  manure;  spread 
over  the  floor  of  the  small  pools  to  a  depth  of  10 
to  12  inches;  cover  the  top  with  one  inch  of  sand 
and  level  off  well. 

We  are  always  glad  to  give  any  advice  regarding 
the  construction  and  cultivation  of  water  gardens. 


